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Dear Mr. Leahy: _ _ 

7t ‘' "4 We are encloaing herewith,a copy of the first "action . 

which has now issued on this case, from which you will note, the 
examiner has cite d .on e British patent and one U. S. patent,- copies 
of which are also, enclosed herewith. , ■■•.S'.-v-h’- 


:|6af- V ; V 

i. 


L-V - The references do disclose filters f or . tobacco which 

contain a polyhydric alcohol. However, they do not disclose the 
feature that the filter should contain at least $% by weight of 
the alcohol and therefore, we propose to argue for claim 1 sub¬ 
stantially in its present form with the following exception. We 
do suggest amending claim 1 to state that the filter is n for 
tobacco smoke”. 




action. 


Please let us have your comments on paragraph 4 °f the 


The examiner's objection to claims 17 and 18 would appear 
to us to be well-taken and therefore, we believe these claims should 
be cancelled from this application. 


A reply to this action must be filed by October 1, 1955 and 
we would appreciate your instructions well in advance of that date. 

Please return the references to us after the same have 
served your purpose. 


CJF:mb 

Enel. 


Very truly yours. 


LANGNER.PARRY, CARD & LANGNER 

by: -u^y 


Source:. https:/Awww.industry_documents..ucsf.edu/docs/fpnjOOOO — 
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